
THE GRADUATE HOSPITAL 

One Graduate Plaza, Philadelphia, Pa. 191.46 • (215) 893-2000 


October 5, 1987 


The Council for Tobacco Research 
USA INC. 

900 3rd Avenue 

New York, New York 10022 


TO WHOM IT MAY CONCERN: 


Please send all information and an application in regard 
to your research support program to: 

Herbert V/. Wallace, M.D. 

One Graduate Plaza 

Suite #1100 

Phi la. Penna 191^6 


Thanking you in advance for your cooperation in this 

matter. 


I rema i in, 


HWW/bac 



Affiliated with The University of Pennsylvania School of Medicine ond School of Dental Medicine 

Source: https://www.industrydocuments.ucsf.edu/docs/tjcc0000 





